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SUBJ: INSTABILITY OF MZAS-501 SYSTEMS 

1. ON 11 OE THE 12 MZAS-501 SYSTEMS RECEIVED TO DATE WE HAVE 
EXPERIENCED FALSE ALARMS DUE TO THERMAL INSTABILITY OF SYSTEM. 
ALARMS HAVE BEEN TESTED IN RTC AND CONSULATE ENVIRONMENT 
WHERE BUILDING'S AIR CONDITIONING IS TURNED OEF AT NIGHT AND ON 
WEEK ENDS; FALSE ALARMS APPEAR TO OCCUR IN REACTION TO THERMAL 
CHANGE THAT ENSUES. 

2. WE HAVE NOT TESTED UNITS OVER LONG LINES NOR WHERE THERMAL 
ENVIRONMENT OF MONITOR AND ZONE UNIT ARE DIFFERENT; 

REQUEST CONEIRMATION AS TO WHETHER OTHER SY/T UNITS ARE HAVING 
SIMILAR DIEFICULTY. 
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